THE  OUTER  BANKS  PRESBYTERIAN  CHURCH  (USA),  first 
in  Dare  County,  NC,  is  located  in  Kill  Devil  Hills.  This  first 
home  used  only  in  summers  from  1968  to  1975,  became  a 
year-round  church  in  1976,  and  the  congregation  was  orga- 
nized in  1979.  A  new  structure  replaces  the  first  building  in 
1988 
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